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Message Text 

UNCLASSIFIED 

PAGE 01 DAMASC 04929 24091 1Z 
ACTION NEA- 10 


INFO OCT-01 EUR- 1 2 ISO-OO EB-08 /031 W 

093774 241930Z/42 

R 240842Z AUG 78 
FM AMEMBASSY DAMASCUS 
TO USDOC WASHDC 
INFO SECSTATE WASHDC 9359 
AMEMBASSY ATHENS 


UNCLAS DAMASCUS 04929 


ATHENS FOR RTDO 


E.O.l 1652:N/A 
TAGS: BTIO, SY 

SUBJECT: COMPUTER ELECTRIC CURRENT NON-INTERRUPTION 
DEVICES 


1. 502/DAMASCUS/T-154 

2. 8/22/78 

3. DAMICHAUD 

4. 502 SYRIA 

5. N 

6. DIRECTORATE OF ELECTRICITY, SOUTHERN AREA, MUTANABI 
ST., DAMASCUS, SYRIA 

7. 6537 

8. SEPTEMBER 24, 1978 

9. 201 - FOREIGN GOVERNMENT TENDER 

10. SIC 38230 

SUPPLY OF NON INTERRUPTION OF COMPUTER ELECTRIC CURRENT 
DEVICES 10KVA WITH ACCESSORIES INCLUDING 
INSTALLATION. BID AND FINAL BONDS FIVE AND TEN PERCENT 
TENDER AND CONTRACT PRICE. DELIVERY AND INSTALLATION 
TO BE STATED IN OFFER. DELAY PENALTY: 1) ON DELIVERY 
ONE PER THOUSAND DAILY. 2) ON INSTALLATION, OPERATION 
AND MAINTENANCE 100 SYRIAN POUNDS DAILY. MAINTENANCE 
UNCLASSIFIED 


UNCLASSIFIED 


PAGE 02 DAMASC 04929 24091 1Z 


MUST LAST FOR FIVE YEARS WITH SPAREPARTS 
AND AUXILIARY CHARGER. 

1 1 . MODE OF PAYMENT: NOT DEFINED. CONDITIONS 

AVAILABLE FROM SUPPLY DEPARTMENT AT THE DIRECTORATE, FREE 

OF CHARGE. SEELYE 
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UNCLASSIFIED 


NNN 
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Copy: SINGLE 
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Disposition Approved on Date: 
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Disposition Comment: 
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Disposition Event: 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1978DAMASC04929 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D780347-0195 
Format: TEL 
From: DAMASCUS 
Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1978/newtext/t19780829/aaaaaycu.tel 

Line Count: 60 
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Page Count: 2 
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Previous Classification: n/a 
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Review Release Date: N/A 
Review Release Event: n/a 
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